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Satjeel! . Agenda for Brand Heeting 

The Brand meeting will be held Wednesday, January 10, 1979 at 
I 9;00 a.m. in the Quality Assurance conference room. 


AGEHDA 

1. Review of 31.5 mm filter length changes 

‘ a. Merit 100 

b. B&H 100 lights 

c. Marlboro Lights 100 

2. Review of 27,5 mm filter length change 
- Marlboro 100 (Box) 4A6 (M/C) 

3. Parliament 109 

a. Made to specifications (prior to paper change) 

b. Samples since paper change (1/3/79) 

N 4. Parliament 85 - paper change (from Factory Audit) 
\ 5. Review of Merit 85 ''5BV' data 
6. Open for discussion 
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Source: https://www.industrydocuments.ucsf.edu/docs/zkwn0004 
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